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1010 MIRACLE STRIP PKWY 
FT WALTON BEACH, FL 32546 


Customer ID: 3125 
Certificate; 5S-C-0963 
Site; 001 

01.11 FARIIJM 

Type; ROLTIINE INSPECTION 
Date; 24 April SOI ■1 


3,101 W 

FACILITIES. GENERAL. 

The walK i n refrigerator has maintained consistent t-emperatures above 40 degrees since Jtanuary 2014 The 
llodr o4 this. rafri^eralDr also bas an araa lin lha tnack ri^hl corner wtiara tha p^iriL haa wdin away and tiaa 
exposed the urxJertying rodt nralrin. This area can no longer be cleaned a sanilized due to tfie porosity of Ibe 
expased concrete IIqdt in this area. 


The ourrent temperatures and corKlition of the Hoot in this relrigerator prevents proper cleaning of this unit and 
doas fmt adacjuataty protact tiha Ic^od from dalarioraticMi a spoilaga 

Corrad by May 15, 2014 


The exil interview was ccriducted with the General Manager, 


ROBERT BRANDES, D Y M 


By; 

ROBERT BRANDES, D V M USDA, APHIS. Animal Care 
Title; VETERINARY MEDICAL OFFICER Inspector 2002 
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